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THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: _ LIBRARY BOARD 
1978 CURRENT BUDGET SECTION: 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
ore BUDGET ACTUAL EXISTING CHANGE 


SUMMARY 


Personnel 329,130 339,997 348 , 400 348 , 400 
Administration 148 ,080 126,120 122,300 11,600 133,900 
Building Maintenance 20 10,841 9,600 9,600 
Collections Development 137,720 133,069 147,200 100 147 ,300 
Motor Vehicle 7,300 7,657 3,000 3,000 
Mount Albion Branch 16,100 16,100 
Cataloguing Automation 18,900 18,900 


633,350 617,684 630,500 46 ,700 677,200 


REVENUE SUMMARY 


Provincial Grants 154,100 155,323 155,300 155,300 
Fines 10,200 9,957 10,000 
Book Sales 2,000 1,669 1,800 
Rental Income 1,200 1,249 1,600 
SCRL Grant 1,200 
Wintario Grant 25,600 25,592 17,600 
Vehicle Reserve 3,000 3,000 

Book Reserve 15,050 15,322 

1976 Surplus 25,180 25,182 

1977 Surplus (16,630) 16,630 
General Support Grant 37 ,000 37 ,000 


236 , 330 220,664 232,930 241,130 


AMOUNT TO BE MET FROM LIBRARY LEVY 397 ,020 397 ,020 397,570 38,500 436,070 


LIBRARY BOARD 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: 


SECTION: 


T9777. 1978 BUDGET 
BUDGET ACTUAL EXISTING CHANGE TOTAL 


1978 CURRENT BUDGET 


ACCOUNT DESCRIPTION 


NUMBER 


PERSONNEL 


Salaries & Wages - Library 72,650 
Salaries & Wages - Technicians 232,430 
Employee Benefits 24,050 


329,130 


ADMINISTRATION 


Communications 5 ,680 
Advertising & Publicity 1,100 
Consultant's Fees 

Contractual Services 1,400 
Office Supplies 5,600 
Contingency 20,350 
Library Board Expenses 1,100 
Audit Fees 2,000 
Programming Charges 2,000 
Solicitor's Fees 500 
Furnishings & Equipment 31,550 
Rental - Offices 67,790 
Travelling 1,100 
Memberships 980 
Training Courses 780 
Express & Cartage 2,000 
Miscellaneous 4,150 


148,080 


74,691 
242,611 
22,695 


3395997 


4,949 
2,387 
ils Alfeys} 
4,170 


1,050 
2,000 
Neely 


Se) 57/7 
64,453 
1,025 

436 

498 
2,039 
4,326 


126,120 


77,200 
245,400 
25,800 


348 ,400 


5,900 
1,200 


1,400 
5,800 
18,200 
1,100 
2,100 
2,000 
100 
4,200 
70,200 
1,600 
1,000 
800 
2,300 
4,400 


122,300 


11,600 


77,200 
245,400 
25,800 


348 ,400 


7,700 
1,200 
2,000 
1,400 
5,800 
18,200 
1,100 
2,100 
2,100 
100 
11,700 
70,200 
1,800 
1,000 
800 
2,300 
4,400 


133,900 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTHORTH | DEPARTMENT: LIBRARY BOARD 


Ree 


1978 CURRENT BUDGET SECTION: 


ACCOUNT DESCRIPTION 1978 BUDGET 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


BUILDING MAINTENANCE 


Maintenance - Building 
Insurance 


COLLECTIONS DEVELOPMENT 


Films 8,000 Usd 8,500 8,500 
Bookbinding 1,280 557 iL ,240/0) 1,300 
Books - Fiction 30,000 TESTIS 32,900 32,900 
Books - Non-Fiction 40 ,000 48,665 43,200 43,200 
Books - Juvenile 36,000 ZOR OG 39,200 39,200 
Books - Rental 4,680 4,424 4,700 4,700 
Talking Books 1,000 691 1,000 1,000 
Audio-Visual 1,900 628 1,800 1,900 
Periodicals 3,300 3,610 4,600 4,600 
Book, Film & Record Process 3,900 Ae 4,700 4,700 
Records 5,000 4,708 5,300 5,300 
Cataloguing Contract HPL 2,660 


137,720 133,069 147,200 , 147 ,300 


MOTOR VEHICLE OPERATION 


Motor Vehicle Operations 1,300 1,362 2,000 2,000 
Motor Vehicle Purchase 6,000 6,295 1,000 ° 1,000 


7,300 7,657 3,000 3,000 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | pepaARTMENT: LIBRARY BOARD 


_1978 CURRENT BUDGET SECTION: 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


MOUNT ALBION BRANCH 


Salaries & Wages 2,300 2,300 
Benefits 200 200 
Communications 100 100 
Office Supplies 200 200 
Maintenance - Building 200 200 
Programming Charges 100 100 
Books - Fiction 1,100 1,100 
Books - Non-Fiction 1,500 1,500 
Books - Juvenile 1,300 1,300 
Furnishings & Equipment 5,500 5,500 
Rental Offices 2,600 2,600 
Travelling 100 100 
Express & Cartage 100 100 
Periodicals 300 300 
Book, Film & Record Proc. 200 200 
Records 300 300 


16,100 16,100 


CATALOGUING AUTOMATION 


Cataloguing Automation 18,900 18,900 
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THE REGIONAL MUNICIPALITY QF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: WATER WORKS - REVENUE 


crea DESCRIPTION 1977 S 1978 BUDGET | | 
oe BUDGET ACTUAL EXISTING CHANGE TOTAL 


SALE OF METERED WATER 


Ancaster 121,000 120,016 137,700 137,700 
Dundas 284,000 269 ,978 284,300 284 , 300 
Flamborough 57,000 61,589 62,200 62,200 
Glanbrook 11,300 11,300 
Hamilton 6,675,000 6,457 ,848 7,019,380 7,019,380 
Stoney Creek 426,000 381,003 445,300 445,300 


7,563,000 7,290,434 7,960,180 7,960,180 


SALE OF NON-METERED WATER 


Hamilton 3,057 ,000 3,046,247 3,150,000 3,150,000 
Stoney Creek 126,500 124,973 143,000 143,000 


3,183,500 3,171,220 3,293,000 3,293,000 


SALE OF WATER - COIN STATIONS 8,500 9,938 12,000 12,000 


RENTAL OF HYDRANTS 


Ancaster 24,820 24,900 26,880 26,880 
Dundas 38,300 38,850 42 ,000 42 ,000 
Flamborough 9,000 11,100 iS} IVA0) 13,120 
Glanbrook 2,720 21/740) 
Hamilton 491,180 486,750 524,000 524 ,000 
Stoney Creek 68,700 76,425 86,000 86 ,000 


632,000 638 ,025 694,720 694,720 
CONDITIONAL GRANTS 
General Support Grant 630,000 630,000 


CONTINUED 


THE REGIONAL MUNICIPALITY QF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 
WATER WORKS 


1978 CURRENT BUDGET SECTION: 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
spss BUDGET ACTUAL EXISTING CHANGE TOTAL 


REVENUE - Cont'd. 


OTHER REVENUES 


Local Improvement Recoveries 
Licences & Permits 

Rental & Leases 

Penalties & Interest 
Turn-Off & Turn-On 

Sale of Scrap 

Other 


TRANSFER FROM RESERVE 


TOTAL PROJECTED WATER REVENUE 


105,000 
30,000 
16,000 
60,000 
30,000 

9,000 
13,000 


263,200 


82,200 


11,732,400 


92,843 
31,590 
28,255 
45 ,288 
27,187 
17,465 
Hoey 


250,155 


830,489 


12,202,655 


100,000 
30,000 
20,000 

100 ,000 
25,000 
15,000 
15,000 


305 ,000 


12,894,900 


100,000 
30 ,000 
20,000 

100,000 
25,000 
15,000 
15,000 


305 ,000 


12,894,900 


DEPARTMENT: _ ENGINEERING 
SECTION: _ WATER WORKS 


1977 1978 BUDGET 
BUDGET ACTUAL EXISTING CHANGE TOTAL 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


_1978 CURRENT BUDGET 


DESCRIPTION 


SUMMARY 


483,858 599 ,506 615,900 615,900 


Administration 


8322 General Expenses 598,600 659,939 737,000 737,000 
8323 Water Storage 19,000 21,477 15,900 15,900 
8324-02 Pumping Stations 370 ,682 370,763 424,500 5,400 429 ,900 
8324-05 Wells 66,560 66,809 80,200 80,200 
8325 Water Purification 1 S175045 16025 7/73 1,744,200 24,500 1,768,700 
8329 Distribution System 1,663,475 2,136,082 1,748,100 10,900 1,759,000 
8330 Water Meters 595,600 567,536 589 ,500 589,500 

Contingency 2,980 200 ,000 200,000 


5,317,800 6,024,885 6,155,300 40,800 6,196,100 


Debenture Debt - Principal & 
Interest 


4,855,000 4,620,814 4,798,800 320 ,000 5,118,800 


8328 Capital Projects - Financed from 
Current Funds 


1,559,600 1,544,562 1,580,000 1,580,000 


6,414,600 6,165,376 6,378,800 320,000 6,698,800 


TOTAL WATER WORKS 


11,732,400 12,190,261 12,534,100 360,800 12,894,900 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION:  __WATER WORKS 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
NUMBER 


BUDGET ACTUAL EXISTING _ _CHANGE TOTAL 


ADMINISTRATION 


Salaries, Wages & Benefits 355,958 SII2e 222 351,000 351,000 
Communications 5,000 3,758 5,000 5 ,000 
Advertising 2,000 2,000 
HMRF Deficiency 50,000 208,472 170,000 170,000 
Office Supplies 9,000 8,838 9,000 9 ,000 
Safety Boots & Uniforms 2,000 192 2,000 2,000 
R/M - Office Equipment 300 245 300 300 
Office Equipment 900 929 600 600 
Rental Car Pool 1,500 1,142 1,500 1,500 
Accommodation 53,000 54,375 67,300 67 ,300 
Travelling 2,000 1,224 2,000 2,000 
Staff Training & Expenses 2,200 751 2,200 2,200 
Payments - Agreements 2,000 7,358 3,000 3,000 


483 ,3858 599 ,506 615,900 615,900 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: WATERWORKS 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


GENERAL EXPENSES 


Insurance 30,300 30,300 99,700 99,700 
Property Tax 325,000 337 ,596 368 , 000 368 ,000 
Billing, Collection, Administration 

and Audit Fees 100,500 109 ,660 116,300 116,300 
Hamilton Store Charges 18,000 23,076 23,000 23,000 
Frontage Charges 262 


473,800 500,894 607 ,000 607 ,000 


Preliminary Engineering 14,000 14,248 14,000 14,000 
Water Purchase - Grimsby 6,000 6,943 8,000 8,000 
Horticultural Services 41,800 43,525 43,000 43,000 
Motor Vehicle Operations 36,000 65,502 35,000 35,000 
Water Purchase - Halton 16,000 19,816 25,000 25,000 
Technical Services 5,000 4,896 

Checking Plans 6,000 4,115 5,000 5,000 


124,800 159,045 130,000 130,000 


TOTAL GENERAL EXPENSES 598,600 659,939 737,000 737 ,000 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: WATER WORKS 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 


NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


RESERVOIRS & ELEVATED TANKS 


Power 4,355 5,400 5,400 
R/M - Equipment 4,987 5,500 5,500 
R/M - Buildings and Grounds 6,382 2,000 2,000 
Cleaning Reservoirs 5/53 3,000 3,000 


21,477 15,900 15,900 


BOOSTER .PUMPING STATIONS 


Salaries, Wages and Benefits 96,682 73,900 79,300 
Power 251,000 328,000 328 ,000 
Fuel 3,500 3,500 3,500 
R/M - Equipment 14,000 15,000 15,000 
R/M - Building & Grounds 5,500 4,100 4,100 
Rental - Operating Equipment 

Recoveries (Specific) 


370,682 370,763 424,500 429 ,900 


WELLS 


Salaries, Wages & Benefits 39,060 40,066 
Power 20,000 ZAM lel) 
R/M - Equipment 6,500 5,226 
R/M - Building and Grounds 1,000 


66 ,560 66,809 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 
WATER WORKS 


1978 CURRENT BUDGET SECTION: 


ACCOUNT DESCRIPTION 1977 1978 BUDGET | 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


WATER PURIFICATION PLANT 


Salaries, Wages and Benefits 553,345 554,826 574,500 24 ,500 599 ,000 
Power 460,000 490 ,042 558,000 558 ,000 
Fuel 67,000 81,568 84,000 84,000 
Laboratory Services 101,500 101,808 121,900 121,900 
Chemicals 250,000 270,234 290,000 290,000 
Protective Clothing 6,000 6,666 6,800 6,800 
R/M - Equipment 47,200 65,231 52,000 52,000 
R/M - Buildings and Grounds 32,000 32,398 57,000 57,000 


1,517,045 1,602,773 1,744,200 1,768,700 


DEBENTURE DEBT 
Debt Charges 4,855,000 4,620,814 4,798,800 320 ,000 5,118,800 


CAPITAL PROJECTS FROM 
CURRENT FUNDS 


Water Services 30,000 (213) 8,000 8,000 
Watermains 748,500 765,040 750,000 750,000 
Water Works Associated with 

Subdivisions 300 ,000 300,000 300,000 300,000 
Suburban Watermain 200,000 200,135 200 ,000 200,000 
Specific Projects 281,100 279,600 322,000 322 ,000 


1,559,600 1,544,562 1,580,000 1,580 ,000 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: Ae EET 


NUE DESCRIPTION 1977 | | 1978 BUDGET a 
NUMBE 
‘ BUDGET ACTUAL EXISTING CHANGE TOTAL 


GENERAL 


Salaries, Wages and Benefits 1635555 178,429 149 ,900 10,900 160,800 
Utilities 800 775 1,200 200 
Pavement Cut Restoration 40 ,000 40,000 45,000 45 ,000 
Protective Clothing, Uniforms, 

Coveralls, & Safety Boots 10,000 10,246 12,500 12,500 
R/M Tools & Equipment 12,000 WL IS 13,000 13,000 
R/M Buildings & Grounds 2,600 2,601 2,100 2,100 
Replacement Tools 10,000 115158 12,000 12,000 
Operating Equipment 48 ,800 44,645 53,900 53,900 


Bail off 35: 299,051 289 ,600 300 ,500 


MAINTENANCE 


Investigate Complaints and 

Locate Leaks 22,500 21,680 22,500 22 ,500 
Inspection of system 60,000 52,099 62,000 62,000 
Alterations Associated with Road 

Construction 14,300 14,310 15,500 15,500 
Watermain Maintenance 332,420 549,613 328,500 328 ,500 
Water Services Maintenance 615,000 788 ,803 584,000 584 ,000 
Thawing Services 4,000 82,612 5,500 5,500 
Turn Off & On, Etc. 19,200 24,564 21,500 21,500 
Valve Maintenance 105,000 77,034 117,000 117,000 
Valve Chamber Maintenance 43,300 39 ,867 | 45,500 45,500 
Hydrant Maintenance 114,000 136,505 115,500 5. 500 
Hydrant Inspection & Thawing 29,500 33,996 34,500 34,500 
Hydrant Painting 12,000 10,012 12,000 12,000 
Drinking Fountains 4,500 4,436 4,500 4,500 
Replacement Services 90,000 90 ,000 


15375,720 1,836,431 1,458,500 1,458 ,500 
TOTAL DISTRIBUTION SYSTEM 1,663,475 2,136,082 1,748,100 10,900 1,759,000 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 
SECTION: WATER WORKS 


1978 CURRENT BUDGET 


DESCRIPTION CUM, 1978 BUDGET 
BUDGET ACTUAL EXISTING CHANGE 


WATER METERS 
ADMINISTRATION 


Salaries, Wages and Benefits 65,000 64,984 66,200 66,200 
Protective Clothing 2,500 1,685 3,000 3,000 
R/M Tools & Equipment 1,500 885 2,000 2,000 
R/M Buildings & Grounds 800 129 800 800 
Replacement Tools 1,000 tha tl7As) 1,500 1,500 
Operating Equipment 10,800 9,464 7,500 7,500 
New Meters 140,000 Sie 226 145 ,000 145 ,000 


221,600 209,552 226 ,000 226 ,000 


Meter Installation 263,500 264,340 261,300 261,300 
Meter Reading 110,500 93,644 102,200 102 ,200 


374,000 357 ,984 363,500 363,500 


TOTAL WATER METERS 595,600 567 ,536 589,500 589 ,500 


SEWER WORKS 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | peparTMeNT: _ ENGINEERING 


1978 CURRENT BUDGET SECTION: SEWAGE WORKS - REVENUE 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
ee BUDGET ACTUAL EXISTING CHANGE TOTAL 


SURCHARGE - METERED 


Ancaster 47,220 56,411 67 ,000 67 ,000 
Dundas 275,530 262,381 277,400 277,400 
Flamborough 31,660 42,807 44,100 44,100 
Hamilton 6,489,350 6,171,031 6,881,800 6,881,800 
Stoney Creek 378,850 288,643 344 ,500 344 ,500 


7,222,610 6,821,273 7,614,800 7,614,800 


SURCHARGE - NON-METERED 

Hamilton 3,016,370 2,989,441 3,081,200 3,081,200 

Stoney Creek 121,100 121,100 136,500 136,500 
3,137,470 3,110,541 3,217,700 Sy AI/ STAIO) 


CONDITIONAL GRANTS - PROVINCIAL 
General Support Grant 600,000 600,000 


OTHER REVENUES 


Local Improvements 75,000 75,593 70,000 70,000 
Licences & Permits 60,000 77,350 75,000 75,000 
Rentals & Leases 3,000 iS} 1i7/ 15,000 15,000 
Penalties & Discount Forfeited 60,000 52,648 100,000 100,000 
Sale of Steam 45,000 81,583 80,000 80,000 
Other 15,000 15,100 15,000 15,000 


258 ,000 Shlls) 5h) 355 ,000 355 ,000 


SURPLUS (214,580) (109,609) (115,500) (115,500) 


TOTAL REVENUES . 10,403,500 1051375596 11,672,000 11,672,000 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: SEWAGE WORKS - EXPENDITURES 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


SUMMARY 


Administration 368,865 447 ,580 420,200 420,200 
General Expenses 283,300 340,241 352,800 352,800 
Industrial Wastes 124,600 128,143 126,500 126 ,500 
Pumping Stations 106,898 83,912 93,300 93,300 
Sewage Treatment Salo 692 3,150,346 3,271,000 106,700 3,377,700 
Sewer Maintenance 461,405 400,228 447 ,800 447 ,800 
Contingency 72,740 200,000 200,000 


TOTAL OPERATING EXPENDITURES 4,549,500 4,550,450 4,911,600 106,700 5,018,300 


Debenture Debt - Principal 
& Interest 4,979,000 4,709,910 5,228,700 320,000 5,548,700 


Capital Projects - from 
Current Funds 875,000 877,236 1,105,000 1,105,000 


TOTAL DEBT AND CAPITAL PROJECTS 5,854,000 5,587,146 6,333,700 320,000 6,653,700 


TOTAL SEWAGE WORKS 10,403,500 HOR US7096 11,245,300 426,700 11,672,000 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: SESE ee eee 


ACCOUNT DESCRIPTION 1977 1978 BUDGET | 
nda BUDGET ACTUAL EXISTING CHANGE ————_—_—CTOTAL 


GENERAL EXPENSES 


Insurance 32,000 60,874 69,500 69,500 
Billing, Collection 100,500 106,500 116,300 116,300 
Hamilton Store Charges 18,000 23,076 23,000 23,000 


150,500 190,450 208 , 800 208 , 800 


Preliminary Engineering 10,000 9,720 10,000 10,000 
Inspection - Private Drains 53,300 54,099 56,000 56,000 
Maintenance - Sewer Easements 2,500 2,350 3,000 3,000 
Motor Vehicle Operations 17,000 36,576 25,000 25,000 
Private Drain Repairs 30,000 29,990 30,000 30,000 
Checking Plans 5,000 5,035 5,000 5,000 
Investigating Complaints 5,000 2,059 3,000 3,000 
Technical Services 10,000 9,962 12,000 12,000 


132,800 149,791 144,000 144,000 


TOTAL GENERAL EXPENSES 283,300 340,241 352,800 352 ,800 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


ACCOUNT 
NUMBER 


1978 CURRENT BUDGET 


DESCRIPTION 


INDUSTRIAL WASTES CONTROL 


Salaries, Wages & Benefits 
Laboratory Services 
Operating Supplies 
Protective Clothing 

Spill Control 

Operating Equipment 
Industrial By-Law Study 


TOTAL. 


INDUSTRIAL WASTES CONTROL 


SECTION: 


DEPARTMENT: ENGINEERING 
SEWAGE WORKS 


1977 1978 BUDGET 


BUDGET ACTUAL 


84,300 98,232 
22,000 22,300 
2,500 2,382 
800 518 
5,000 35 
10,000 6,065 
(1,389) 


124,600 


128,143 


124,600 128.143 


EXISTING 


87 ,000 
27,200 
2,500 
800 
5,000 
4,000 


126,500 


126,500 


CHANGE 


TOTAL 


87,000 
27,200 
2,500 
800 
5,000 
4,000 


126,500 


126,500 


THE REGIONAL MUNICIPALITY QF HAMILTON-WENTWORTH J} DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: SENAGESWORIS 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
sila BUDGET ACTUAL EXISTING CHANGE TOTAL 


SEWAGE PUMPING STATIONS -HAMILTON 


Salaries, Wages & Benefits 20 ,500 20,500 
Water 1,000 1,000 
Power 17,000 17,000 
Fuel 2,500 2,500 
R/M Equipment 14,000 14,000 
R/M Buildings & Grounds 4,000 4,000 
Operating Equipment 


59,000 59 ,000 


SEWAGE PUMPING STATIONS - ANCASTER 


Salaries, Wages & Benefits 10,300 
Water 1,000 
Power 11,939 15,000 
Fuel 500 
R/M Equipment 10,871 5,000 
R/M Buildings & Grounds 5,003 2,500 
New Equipment 35910 


45,277 43,062 34,300 


TOTAL PUMPING STATIONS 106,898 83,912 93,300 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: SEWAGE WORKS 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


S.T.P. HAMILTON 


Salaries, Wages & Benefits 1,304,671 1,302,659 1,378,800 - 1,404,000 
Water 35,000 62,138 60,000 60,000 
Power 405 ,000 470,865 513,000 513,000 
Fuel 429,500 309,119 432,000 432,000 
Laboratory Services 96,000 90 ,602 110,600 110,600 
Chemicals 150,000 186,244 272,000 272,000 
Protective Clothing 14,000 WS 7/i7/ 1 6,000 16,000 
R/M Equipment 195,000 193,857 149,700 149,700 
Horticultural Services 16,000 16,900 17,000 17,000 
R/M Buildings & Grounds 125,000 156,677 64,000 64,000 
Sludge Haulage 4,000 5,897 7,500 7,500 
New Equipment 107 ,200 85,455 10,500 10,500 


2,881,371 2,894,130 3,031,100 3,056,300 


S.T.P. DUNDAS 


Salaries, Wages & Benefits 92,350 115,207 104,700 12,300 117,000 
Water 1,000 1,025 1,100 1,100 
Power 12,000 13,079 15,000 2,000 17 ,000 
Fuel 4,000 3,574 4,900 4,900 
Laboratory Services 5,000 10,599 5,000 5,000 
Chemicals 9,000 5,346 9,700 9,700 
Protective Clothing 1,000 509 1,300 1,300 
R/M Equipment 9,000 12,000 7,900 7,900 
R/M Buildings & Grounds 1,300 962 6,400 6,400 
Nutrient Removal 16,000 16,202 17,000 17,000 
Sludge Haulage 37,000 20,885 20,000 60,000 


187,650 199 , 388 193,000 247 ,300 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


1978 CURRENT BUDGET SECTION: SEWAGE WORKS 


ACCOUNT DESCRIPTION 1977 | 1978 BUDGET 
IES BUDGET ACTUAL EXISTING CHANGE TOTAL 


S.T.P. WATERDOWN 


Salaries, Wages & Benefits 16,700 . 41,000 
Water 1,000 
Power 3,900 
Fuel 500 
Laboratory Services 5,000 
Chemicals 3,000 
Protective Clothing 400 
R/M Equipment 2,700 
R/M Buildings & Grounds 1,600 
Sludge Haulage 15,000 


74,100 


TOTAL SEWAGE TREATMENT So lls Cz 3,150,346 3527 1,000 106,700 3,377,700 


———— 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 
SECTION: SEWAGE WORKS 


1978 CURRENT BUDGET 


Midecee DESCRIPTION 1977 1978 BUDGET 
N 
rainy BUDGET ACTUAL EXISTING CHANGE TOTAL 


DEBENTURE DEBT 

Debt Charges 4,602,000 4,349,966 4,861,700 320,000 5,181,700 
Payment to M.0.E. Ancaster Agreement 250,000 250,000 250,000 250 ,000 
Payment to M.0.E. Saltfleet Agreement 80 ,000 62,944 71,000 71,000 
Re-Payment to Reserve for payments 47,000 47 ,000 46 ,000 46 ,000 
made to M.0.E. for Waterdown Sewage 


Treatment Plant ———— ioe os a ee Le ee ee 
4,979,000 4,709,910 5,228,700 320 ,000 5,548,700 


CAPITAL PROJECTS FROM CURRENT FUNDS 
Minor Sewage Works 500,000 502,170 750 ,000 750,000 


Sewage Works Associated with 300,000 300 ,066 300 ,000 300,000 
Subdivisions 


Specific Projects 75,000 75,000 55,000 55,000 


875,000 877,236 1,105,000 1,105,000 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: _ ENGINEERING 


1978 CURRENT BUDGET SECTION: SEWAGE WORKS 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


SEWER MAINTENANCE 


Salaries, Wages & Benefits 5IRS05 66,611 64,200 64,200 
Utilities - Fuel 800 671 500 500 
Uniforms, Protective Clothing & 

Safety Boots 6,500 3,549 6,500 . 6,500 
R/M Tools & Equipment 3,000 2,823 3,000 3,000 
Repair & Maintenance, Buildings 800 800 
Replacement Tools 4,000 2,684 4,000 4,000 
Operating Equipment 28,700 29), 503 20,000 20,000 


94,305 105,901 99 ,000 99,000 


Reconstruct Manholes and Restore 

Pavement Cuts 17,200 LS, 52 13,000 13,000 
Manhole Repairs 42 ,000 38,422 28,500 28,500 
Investigate Complaints 29,500 16,506 16,500 16,500 
Sewer Repairs 8,000 4,829 9,000 9,000 
Sewer Investigations 81,000 77,414 74,000 74,000 
Sewer Cleaning 31,500 8,065 30,000 30,000 
Sewer Flushing 28,600 13,899 21,000 21,000 
Combined Sanitary Maintenance 129,300 119,680 156,800 156,800 


367,100 294,327 348,800 348 ,800 


TOTAL SANITARY SEWER MAINTENANCE 461,405 400,228 447 ,800 447 ,800 


LAND DRAINAGE 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 


ee a lh. lUhCUCC”:C~” LAND DRAINAGE 


1978 CURRENT BUDGET SECTION: 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
NUMBER BUDGET ACTUAL EXISTING CHANGE TOTAL 


SUMMARY 


General 1,895,000 1,895,135 1,925,000 1,925,000 
Pumping Station 14,500 10,177 11,000 11.000 
Debenture Charges 815,000 682,511 1,117,100 60,000 STs O0) 
Storm Sewer Maintenance 185,100 189,772 248 ,800 248 ,800 


2,909,600 COS 3,301,900 60,000 3,361,900 


REVENUE 


Storm Sewer Subsidy 70,000 83,647 4 75,000 75,000 
General Support Grant 175,000 175,000 


70,000 83,647 250,000 250,000 


Transfer to Reserves (145,652) 


TOTAL LAND DRAINAGE LEVY 2,839,600 2,839,600 3,051,900 60,000 Sod SOKO) 
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THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 
SECTION: LAND DRAINAGE 


1978 CURRENT BUDGET 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
PUPS ER BUDGET ACTUAL EXISTING CHANGE TOTAL 


GENERAL 


Administration 40,000 40,080 45,000 ; 45,000 
Minor Storm Sewers & Rated 

Projects 1,100,000 1,105,055 1,100,000 1,100,000 
Major Storm Sewers financed from 

Current Funds 400,000 400,000 400,000 400,000 
Land Drainage associated with 

Subdivision - Region's Share 350,000 350,000 350,000 350 ,000 
Specific Projects 5,000 30,000 30,000 


1,895,000 1,895,135 1,925,000 1,925,000 


STORM PUMPING STATIONS 


Water & Sewer Surcharge 1,000 1,000 
Power 5,000 5,000 
Fuel 2,500 3,500 
R/M Equipment 5,500 1,000 
R/M Building & Grounds 500 500 
Miscellaneous 


14,500 11,000 
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THE REGIONAL MUNICIPALITY QF HAMILTON-WENTWORTH | DEPARTMENT: ENGINEERING 
1978 CURRENT BUDGET SECTION: LAND DRAINAGE 


ACCOUNT DESCRIPTION 1977 1978 BUDGET 
WOMEER BUDGET ACTUAL EXISTING CHANGE _ TOTAL 


DEBENTURE CHARGES 
Debenture Charges | 815,000 682,511 60,000 11775100 


STORM SEWER MAINTENANCE 


Reconstruct Manholes & 

Restore Pavement Cuts 9,000 4,359 | 12,000 12,000 
Manhole Repairs 7,500 9,900 10,500 10,500 
Investigate Complaints 2,000 329 2,500 2,500 
Sewer Repairs 4,300 260 6,000 6,000 
Regulators - Repairs & Operations 14,500 10,511 9,000 9,000 
Sewer Investigations 25,800 19,536 27,000 27,000 
Sewer Cleaning 5,500 15e 342 18,500 18,500 
Sewer Flushing 3,200 226 6,500 6,500 
Combined Storm Maintenance 113,300 129,309 156,800 156,800 


185,100 189,772 248 ,800 248 ,800 


TOTAL LAND DRAINAGE - EXPENDITURES 2,909 ,600 Clocks | 3,501,900 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH | DEPARTMENT: — BEACH STRIP 


1978 CURRENT BUDGET SECTION: 


ACCOUNT DESCRIPTION 1977 1978 BUDGET | 
ees BUDGET ACTUAL EXISTING CHANGE TOTAL 


EXPENDITURES 
Land Acquisition 600,000 600,000 600 ,000 | 600,000 


REVENUES 
Province of Ontario 300,000 300,000 330,000 330 ,000 
General Support Grant 18,000 18,000 


300,000 300 ,000 348 ,000 348 ,000 


BEACH STRIP LEVY 300,000 300,000 252,000 252 ,000 
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